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Th« Kri-'ióXaiMk Povror Plant (M's) Ueo 1,200 to 1,500 m west of the föiiia 

7ivor *" 01*1 thö nain road vfhich runs in a north-’South dircction and djyxcloa tho 
ilxvor, on tno maj-u .v« r.P.^^r ^nlot.ov and aboüt 520 km 

toïm 
east 


r. on tho main road vfhich runs in a noriin-sauT.ii ui.i;t,ui.xuu — 

in hall'. . Krasnokansk (58-05tI, ia near r.olotov and abqut^?0 te ^ 

by northoast from Kaaan, ^ ^ 




2„ 




This is 8 comparatively new plant, probably «^arted in^the l%0's„ . 

struction was probably underway daring the war» The dd 
ma jusf; finished and equirp^after 1945» I ^ 

ofte new turbine building was still geing on, and the ass^Wtor of* the . 
turbines had begun» There are ^parently no plans for other bulidl^s. 

Informant assuuses the equipnent was InstalledC 3"^ 25X1 A 

new turbines are in operatlon» 


3= 


Management of construction and of the plant is in the hands of a civilian 
IVeltor of Jewish birth, Conurlssions composed partly of military persons 

inspect the plant at infrequent intervals. 




L Technical eaulpment is modern Oerman raachlnery, api^arently elther ff om ■ 

■ a' dlsmantled Oerman power plant or new reparations dellTeries, A meoh^i- 
-'•'cai'haulinr device or forwar'dinp, belt leads fromthe coal ^nker into the 
■W^iluf'iiistallatlons The generator destined for the new boiler ±nstalla-,_ 


- <''^tïdn ïs airi 'AJaG pr iduct 

i,/ * f'X.! 

ïy^stailatlj)j^9; 

A doscription of tho various installatlons follcws 


x*<- 
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•i-ne ojLCt power installation, a bulldin?: about 1<,0 x45 m and A5 “ ^8^ 
contains large boilers for operation of the etoam-turbineo and for hot 
water and product ion of steam by-products «hxch are conaeoted with^ 
the prodiction of the large cellulose-paper factory xn the next torn 
(about 1 te, South of the power plant), Steaflx and hot.uater are PV®'^, 
,in special conduite into the paper factory buildings , The ateam and 
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hot water pipe lineé slso extond into the town^ The steam pipe lines 
have a diameter of epproximatoly lm-, The s/jitch instaliatipns are 
löcated in tiie olci power installatioa-, There a hixh stone 
stacko 


25X1 X 


The riew power inistallation^ about 120 x 35 end 30 m ... high,, lies only 
a few xr^ters north of the old power installatioa, I H 

construct ion of the nevii buildlnr was about complete^ and the installa- 
tion of machine units was begun^ A large unit 'Vas to be installed^ 


25X1 A 


e.. The open transfqrmer installation lies in t^ie Southwest corner of the 

area and occupies a space about 60 x 30 mo ■ ^ 

ci,, The garage, which meosures approxiinately 40 x 6 m, is located near tiie ' . 

entrance on the north side of the installation area., There is space ■'/3 ' 
for 10 to 13 truckSo Adjoining the garage to the west , is a storage • 
area for building materi; Is and boxes of ncvv installation e.;iuif)nienty . 

e. Various .-hops are' located in email auxiliary buildin^;'^ , including.the • 
forge, .hlch lies north of the new power bui ld and ttie machine shii^p, 

which lias in the e?.' stern part of the installation areac 

fc Coal bunker*s ara noriiiwest of the installation area,, Goal cars are 
unloaded by means of /;*oveabio bridge-crane equipmanto Tho coal is 

convf^ed from, the bins to tho boller Instaliations by means of a foi'- 

•vardlng-beit device,, . 

iroduction . 


Infomant is unabl© to givo the capaclty of the turbirB R'éneratörsc I 
we re e hgaged i n f ounda tion and conatruction work | 

I .,,1 A large part of the current is transmlttodto the 

paper-cellulose factory (reportedly the second largest factory of.its klnd^'* 
in ^uropean iiussia}» The power plant also supplies the to,!n of Krasaokamsk 
with electricityo In addltionj; the plant supplies the paper, factory -nith ■' 
steam and hot water,, — .: — V' 


25X1 X 
25X1 X 


25X1 X a. 
25X1 X 


Tr on SD O rta ti o.n 

A spur ieads from the coal bunkers to the main Iine„ Shimting is done by 
lo c omo t ive s b el i ng t o th e -G- o vernmen t-” o per a t ed ra :i. 1 r o a d 


Persoonel 

The construction crew I 
'Ihen3 wei*© 30 speci^il.istsol 
projectso 

Sgcurlty . 


I a bout 120 In numbern 
|ö to 12 hours on single=-shlft 


.Q. kactory /^ard consists of militia in blue utiifonriSo Guard duty and rate^ .. , 

' control are carried out by installation employees o ' Guard 'duty is stricto ’ j ^ 

'■ 'lïhé.^'/ïatch tovvers within the enclosure are filled with solvers of the /nill-,, ' , 

^^istaliationa near^ fflo ^ 'ti i 

Installations near the power p3-ant area ire aö ioHuwsi l'-'' ' ' ■ ' 'V;;-. 


, A fBtrbleum loading station 'which is located about 300 .m . nort.heast 
bf the power plant c 011 .flolds in the outlylng err/iro.ns of I^rasno:- 
kamsk have. b.SBn partially explt:)it 0 d.. J^ïumerous new drilling towers are 
risiiqgo . A cónduit for petroletjm leads to the petroleiiri loading . station : 
•whöro taak cars are filled for petroleum shljmentso 

. ' . ,,, 25X1X 

, ,,,;,A;.larg.e mill., north. of and ad.1ace.nt to I 1 The mill - 

, Jiies oh the same road which passes the power plant area -.nd is diagonia^-^^ 


across from the petroleum loading station^ 


25X1 Xx , •' 

also lies on the 3' 

. 'v» . ■ 'as, - .1 ' 


ü^' ' ^ bakëi^i, South of and adjacent | 

.’,X'Oad vihich passes thé. power plant 'area., ’ «x 
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